JAMES   FENIMORE   COOPER

COOPER'S BIRTHPLACE, BURLINGTON, N. J.

1 HE light of this world fell on James Fenimore
Cooper September 15, 1789. The founder of
American romance was born in a quaint, two-
storied house of stuccoed brick which now num-
bers 457 Main St., Burlington, New Jersey. It
was then " the last house but one as you go into
the country " and among the best of the town.
In a like house next door lived the father of the
naval hero, Capt. James Lawrence. These two
houses opened directly on the street and their
slanting roofs were shaded by tall trees rooted
at the curbstones. This outline of Fenimore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